PROVIDENCE  HOSPITAL  CHAPEL  —  located  on  the 
first  floor  of  the  hospital,  the  chapel  is  open  twenty- 
four  hours  daily  for  the  use  of  patients,  personnel 
and  visitors.  The  Holy  Sacrifice  of  the  Mass  is 
offered  daily  at  6:30  A.M.  and  at  6:30  and  8:30 
A.M.  on  Sundays  and  Holydays. 
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